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LIMITED OFFICIAL USE CAIRO 12229 

EXDIS 

FOR S/S-EX 

E.O. 11652: GDS 

TAGS: OVIP (VANCE, CYRUS) 

SUBJECT: REPRODUCTION EQUIPMENT-CONTINGENCY PLANNING 
REF: CAIRO 12099 

1 . REPRODUCTION EQUIPMENT MAY REPEAT MAY TURN INTO CRITICAL 
PROBLEM. CAIRO HAS THREE 3M VHS II MACHINES, TWO OF WHICH 
ARE IN GOOD ORDER. 3M SERVICE MAN LEFT EGYPT LAST WEEK AND 
NOT REPEAT NOT SCHEDULED TO RETURN. 

2. HAVE ASKED BEIRUT TO ARRANGE SERVICEMAN FROM 3M REGIONAL 
OFFICE. IF SUCCESSFUL THIS ENDEAVOR WE CAN MEET REQUIREMENTS 
OF S/S & C&R. SHOULD HAVE DEFINITIVE ANSWER PROMPTLY. 

3. IF UNSUCCESSFUL IN ARRANGING 3M SERVICE CAPABILITY. COULD 
DEPARTMENT ASSIST BY CONTACTING 3M MAIN OFFICE? 

4. AS CONTINGENCY PLAN, COULD DEPARTMENT PROVIDE 4 TABLE 
MODEL XEROX UNITS AND REPEAT AND PAPER? DISTRIBUTION WOULD 
BE TWO EACH FOR C&R ALEXANDRIA AND ONE FOR S/S WITH FOURTH 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 CAIRO 12229 221344Z 

AS S/S BACK-UP. CURRENT IN ALEXANDRIA IS 220/50 CYCLE. 
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